SAFE - QUIET - REFINED 

Modern fireproof insuloted brick cottoges, heofed 
in winter. City water, private showers, best beds, 
innerspring mattresses, electric fans, individual 
radios. Fine cafe Vz block. Only 15 minutes from 
downtown St. Louis. 
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On U. S. City 66 - One half Mile East of By pass at Junction of U. S. 66 and 61 






